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The author regrets that the above paper was printed with an error in the title. The correct title reads: “Preparation of Nafion- 
sulfonated clay nanocomposite membrane for direct methanol fuel cells via a film coating process”. 


DOI of original article: 10.1016/j.jpowsour.2006.11.055. 
* Corresponding author. Tel.: +82 31 280 9326; fax: +82 31 280 9359. 
E-mail address: Yeongsuk.choi@samsung.com (Y.S. Choi). 


0378-7753/$ — see front matter © 2007 Elsevier B.V. All rights reserved. 
doi: 10.1016/j.jpowsour.2007.03.002 


